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RE: RE -LO- 269-70 

GS-038-16758/10534 
Garage Facility 
Langley, Virginia 


Mr. H. F. Offenbacfaer, Director 
Design end Construction Division 
Office of Operating Programs 
General Sendees Administration 
18th It F Streets. N. W. 
Washington, f>. C. 28405 


Desr Mr. Offenbacber- 

Your letter of August 31, 1971 has been received, and the Information regard- 
ing further project review by the National Capital Planning Commission (NCPC) is 
appreciated. 

Action has been initiate * to develop the required preliminary master plan for 
review by NCPC. Also, the Agency is preparing to confer with the National Park 
Service relative to the continued use of the George Washington Memorial Parkway 
by Agency shuttle buses. 


This office will continue with close coordination of all aspect* of this project 
with yopr project coordinator and assures that every effort will he made to provide 
satisfactory data for the NCPC final review in a timely manner. 

Sincerely, 


(sxgnJ 


Chief 

Real Senate and Construction Division, OL 
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